**************** 



*■ fe^K 




Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 



IS 5356 (1977) : Isopropyl Myristate for Cosmetic Industry 
[PCD 19: Cosmetics] 




Jawaharlal Nehru 
'Step Out From the Old to the New' 



■K^y / 1 juaaaws^fea rs^^TTF^ 



2*S< W I *>S*V2^NK^ 



^frcvvv^ 



Satyanarayan Gangaram Pitroda 
Invent a New India Using Knowledge 



?TR TJ^ ^TT teMHI | ^t ^Wt ^^PTT ^f ^TT ^T^?TT \' 

Bhartrhari — Nitisatakam 
"Knowledge is such a treasure which cannot be stolen" 




.^^_ 



• 




BLANK PAGE 



*rt*2V^ 





PROTECTED BY COPYRIGHT 



Indian Standard 



IS : 5356 - 1983 

(Reaffirmed 2005) 



SPECIFICATION FOR 

ISOPROPYL MYRISTATE FOR 

COSMETIC INDUSTRY 

( Second Revision ) 



UDC 661-725 3 : GflV.iH 




(£) Copyright 1983 

INDIAN STANDARDS INSTITUTION 

MANAK BHAVAN, 9 BAHADUR SHAH ZAFAR MARG 
NKW DELHI 110002 

Or 2 June 1983 



IS : 5356 - 1983 

Indian Standard 

SPECIFICATION FOR 

ISOPROPYL MYRISTATE FOR 

COSMETIC INDUSTRY 

( Second Revision ) 



Cosmetics Sectional Committee, PCDC 19 

Chairman Representing 

Dr S. S. Gothoskar Directorate General of Health Services ( Ministry of 

Health & Family Welfare ), New Delhi 

Members 
ShbiN. G. Chattebjeb National Test House, Calcutta 

Shri V. G. Deshpande Ciba-Geigy of India Ltd, Bombay 

De S. S. Karmaekak ( Alternate ) 
De A. S. Divatia Consumer Education and Research Centre, Ahmada- 

bad 
Km Rani Advani ( Alternate ) 
Shri W. M. Fernandes Food & Drug Administration, Maharashtra State, 

Bombay 
Dr S. N. Iyer, Johnson & Johnson Ltd, Bombay 

Smt Usha R. Joshi ( Alternate ) 
Smt T. Jacob Lady Irwin College, New Delhi 

Dr G. L. Madast Hindustan Lever Ltd, Bombay 

Shri Gtjrdeep Singh ( Alternate ) 
Shri R. C. Mehta Drugs Control Administration, Government of 

Gujarat, Ahmadabad 
Shri J. P. Ganatra ( Alternate ) 
Shri A. Minhazixddist Millet Rochas Pvt Ltd, Madras 

Km Nasrin Begam ( Alternate ) _ 

Shri N. A. Nimbalkar Fragrance & Flavour Association, Bombay 

Shri F. F. Patanwala M/s E. S. Patanwala, Bombay 

Shri N. K. Sanyat, ( Alternate ) 
Shri S. R am as w amy Directorate General of Technical Development, 

New Delhi 
Shri S. N. Agarwal ( Alternate ) 
Shri K. S. Rao Swastik Household and Industrial Products Pvt Ltd, 

Bombay 
Shri C. R. Keishnamooethy ( Alternate ) 
Shri D. J. Ribeiro Lakme Ltd, Bombay 

Shri B. S. Barve ( Alternate ) 

( Continued on page 2 ) 



© Copyright 1983 
INDIAN STANDARDS INSTITUTION' 

This publication is protected under the Indian Copyright Act ( XIV of 1957 ) and 
reproduction in whole or in part by any means except with written permission of the 
publisher shall be deemed to be an infringement of copyright under the said Act. 



IS : 5356 - 1983 

( Continued from page 1 ) 

Mem hers Represen t ing 

Shri A. C. Roy Indian Soap and Toiletries Makers' Association, 

Bombay 
Shri P. Roy Bengal Chemical & Pharmaceutical Works Ltd, 

Calcutta 

Dr A. N. Basu ( Alternate ) 
Dr S. K. Roy Central Drugs Laboratory, Calcutta 

Dr P. C. Rose ( Alternate ) 
Shri V. Sitaram Basic Chemicals, Pharmaceuticals & Cosmetics 

Export Promotion Council, Bombay 

Shri I. Sttndaresh ( Alternate ) 
Smt Usha Stjkthankar Consumer's Guidance Society, Bombay 

Smt Usha Kamerkar ( Alternate ) 
Shri M. S. Thakur Godrej Soaps Ltd, Bombay 

Shri N. G. Iyer ( Alternate ) 
Shri M. S. Saxena, Director General, ISI ( Ex-qfficio Member ) 

Director ( P&C ) 

Secretary 

Shri T. R. Rajagopalan 
Deputy Director ( P&C ), ISI 

Raw Materials and GRAS List Subcommittee, PCDG 19 : 1 

Convener 
Shri D. J. Ribeiro Lakme Ltd, Bombay 

Members 

Shri B. S. Barve ( Alternate to 
Shri D. J. Ribeiro ) 
Assistant Commissioner ( Cos- Food & Drug Administration, Maharashtra State, 
metics ) Bombay 

Senior Scientific Officer 
Class I ( Chem ) ( Alternate ) 
Shri V. G. Deshpande Ciba-Geigy of India Ltd, Bombay 

Shri J. P. Ganatra Drugs Control Administration, Gujarat State, 

Ahmadabad 
Shri R. D. Deodhar ( Alternate ) 
Dr S. N. Iyer Johnson & Johnson Ltd, Bombay 

Smt Usha R. Joshi ( Alternate) 
Dr G. L. Madan Hindustan Lever Ltd, Bombay 

Shri Gurdeep Singh ( Alternate ) 
Sheu K. S. Rao Swastik Household & Industrial Products Pvt Ltd, 

Bombay 
Shri C. R. Krishnamurthy ( Alternate ) 
Shri K. L. Rathi Sudarshan Chemical Industries Ltd, Pune 

Shri U. N. Lima ye ( Alternate ) 
Dr S. K. Roy Central Drugs Laboratory, Calcutta 

Dr P. C. Bose ( Alternate ) 
Dr N. D. Shah Geoffrey Manners & Co Ltd, Bombay 

Dr M. M. Doshi ( Alternate ) 
Shri Navinchandra R. Shah Devarsons Pvt Ltd, Ahmadabad 
Shri Vinodchandra 

K. Mehta ( Alternate ) 
Shri M. S. Thakur Godrej Soaps Ltd, Bombay 

Shri N. C. Iyer ( Alternate ) 



IS : 5356 - 1983 

Indian Standard 

SPECIFICATION FOR 

ISOPROPYL MYRISTATE FOR 

COSMETIC INDUSTRY 



( Second Revision ) 



0. FOREWORD 

0.1 This Indian Standard ( Second Revision ) was adopted by the Indian 
Standards Institution on 12 May 1983, after the draft finalized by the 
Cosmetics Sectional Committee had been approved by the Petroleum, 
Coal and Related Products Division Council. 

0,2 This standard was originally published in 1969 and subsequently 
revised in 1977* Initially while reviewing this standard the Sectional 
Committee had agreed to indicate separately the essential and optional 
requirements. Subsequently this was formed non-implementable for 
Certification and therefore in this revision, only a single set of require- 
ments has been stipulated. 

0.3 Isopropyl myristate is essentially a mixture of isopropyl ester of 
myristic acid and small amounts of isopropyl ester of lauric and 
palmitic acids. It is being increasingly used in the cosmetic industry 
because of its excellent emollient and solvent properties. Its intrinsic 
advantages are that it is colourless, practically odourless and is not prone 
to oxidation. It has a very low degree of irritability and exhibits 
non-sensitizing properties. Isopropyl myristate imparts a characteristic 
non-greasy feel when used in creams, lotions, both oils and other 
cosmetics. 

0*4 In the preparation of this standard, assistance has been taken from 
specification No. 40 of 1967 ' Isopropyl myristate', of the Toilet Goods 
Association Inc, USA and Specification No. 22 of 1958 'Isopropyl 
myristate', of the Toilet Preparations Federation Ltd, UK. 

0.5 For the purpose of deciding whether a particular requirement of 
this standard is complied with, the final value, observed or calculated, 
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expressing the result of a test or analysis, shall be rounded off in accord- 
ance with IS : 2-1960*. The number of significant places retained in 
the rounded off value should be the same as that of the specified value 
in this standard. 



1. SCOPE 

1.1 This standard prescribes the requirements and the methods of 
sampling and test for isopropyl myristate for cosmetic industry. 

2. REQUIREMENTS 

2.1 Description — The material shall be in the form of colourless, 
mobile liquid which is practically odourless. 

2.2 The material shall comply with the requirements given in Table I 
when tested according to the methods given in Appendix A and IS : 548- 
1964f. Reference to the relevant clauses of Appendix A and IS : 548- 
1964f is given in col 4 and 5 of the table. 





TABLE 1 REQUIREMENTS FOR ISOPROPYL MYRISTATE FOR 
COSMETIC INDUSTRY 


Sl 

No 




Characteristic 


Requirement 


Method of Test, 

Ref to Cl No. in 
— _ . . -** 










Appendix 


IS : 


: 548-1964* 


(1) 




(2) 


(3) 


(4) 




(5) 




i) 


Refractive index at 25°C 


1*432 to 1*434 


_ 




10 




M) 


Acid value, Max 


1-0 


— 




7 




iii) 


Titre of separated fatty 
acids, °C 


47 to 53 


— 




12 




iv) 


Saponification value 


190 to 220 


— 




15 




v) 


Iodine value, Max 


l'O 


— 




14 




vi) 


Arsenic, ppm, Max 


2 


A-3 




— 




vii) 


Heavy metals, ppm, Max 


30 


A-4 




— 




viii) 


Relative density at 25/ 
25°C 


0-847 to 0*853 


— 




11-3 




ix) 


Residue on ignition, per- 
cent by mass, Max 


0-02 


A-5 




— . 




♦Methods of sampling and test for oils and fats ( revised ) 























♦Rules for rounding off numerical values ( revised ). 
fMethods of sampling and test for oils and fats ( revised ). 
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3. PACKING AND MARKING 

3.1 Packing — The material shall be packed in suitable containers as 
agreed to between the purchaser and the supplier. 

3.2 Marking — Each container shall be suitably marked with the 
following information: 

a) Name of the material, 

b) Name of the manufacturer, 

c) Batch or code number, and 

d) Net mass. 

3.2.1 The containers may also be marked with the ISI Certification 

Mark. 

Note — The use of the ISI Certification Mark is governed by the provisions of 
the Indian Standards Institution ( Certification Marks ) Act and the Rules and Regu- 
lations made thereunder. The ISI Mark on products covered by an Indian Standard 
conveys the assurance that they have been produced to comply with the require- 
ments of that standard under a well-defined system of inspection, testing and quality 
control which is devised and supervised by ISI and operated by the producer. ISI 
marked products are also continuously checked by ISI for conformity to that 
standard as a further safeguard. Details of conditions under which a licence for the 
use of the ISI Certification Mark may be granted to manufacturers or processors, 
may be obtained from the Indian Standards Institution. 

4. SAMPLING 

4.1 Representative samples shall be drawn as prescribed in 3 of IS : 548- 
1964*. 

4«2 Number of Tests — Tests for all the characteristics given in 2 shall 
be carried but on the composite sample. 

4.3 Criteria for Conformity — The material shall be taken to have 
conformed to this specification if the composite sample satisfied all the 
requirements given in 2. 

5. TEST METHODS 

5.1 Tests shall be carried out according to the methods prescribed in 
Appendix A and in IS : 548-1964*. 



♦Methods of sampling and test for oils and fats ( revised ). 

5 
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APPENDIX A 

( Clauses 2.2 and 5.1 ) 

METHOD OF TEST FOR ISOPROPYL MYRISTATE FOR 
COSMETIC INDUSTRY 

A-l. QUALITY OF REAGENTS 

A-l.l Unless specified otherwise, pure chemicals and distilled water ( see 
IS : 1070-1977* ) shall be used in tests. 

Note — ■' Pure chemicals s shaii mean chemicaJs that do not contain impurities, 
which affect the results of analysis. 

A-2. SEPARATION OF FATTY ACIDS 
A-2.1 Reagents 

A-2.1.1 Isopropyl Alcohol — conforming to IS : 2631-1971f. 

A-2. 1.2 Potassium Hydroxide 

A-2.1. 3 Dilute Hydrochloric Acid 

A-2.2 Procedure — In a saponification flask warm 30 ml of isopropyl 
alcohol and 15 g of potassium hydroxide, shaking until a part of the 
alkali has dissolved. Add 30 g of the material and heat under reflux. 
As soon as the soap separates, add 10 ml of water and reflux for 2 hours. 
In the meantime, add two more 10-ml portions of water to avoid layer 
formation and precipitation. Disconnect the reflux condenser, pour the 
mixture into a 400-ml beaker, boil off the alcohol, add 150 ml of water 
and acidify with dilute hydrochloric acid. Filter off the separated fatty 
acids, wash with water till free of mineral acid, dry and use for the test 
for tit re. 

A-3. TEST FOR ARSENIC 

A-3.1 Reagents 

A-3. 1.1 Concentrated Sulphuric Acid — see IS : 266-1976J. 

A-3.1.2 Concentrated Nitric Acid — see IS : 264-I976§. 

A-3.2 Procedure 

A-3.2.1 Preparation of Sample — Weigh 2*000 g of the sample in a 
Kjeldahl flask of 500 ml capacity. Add 15 ml of concentrated sulphuric 
acid followed by 4 ml of concentrated nitric acid. Heat cautiously. 



♦Specification for water for general laboratory use ( second revision ) . 
fSpecification for isopropyl alcohol. 
{Specification for sulphuric acid ( second revision ) . 
§Specification for nitric acid ( second revision ), 

6 
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Add drop by drop more nitric acid, if required, from a pipette to speed 
up the oxidation of the sample. The two total amount of nitric acid 
shall be noted for use in the control test. When oxidation is complete 
( the solution is clear and faint yellow ), add 20 ml of water and again 
boil to fuming. Ensure removal of all nitric acid. 

A-3.2.2 Carry out the test for arsenic as described in IS : 2088-1971* 
with the solution prepared in A-3.2.1. Compare the stain obtained with 
that produced with 0"004 mg of arsenic trioxide. 

A-4. TEST FOR HEAVY METALS 

A-4.1 Apparatus 

A-4.1.1 Nessler Cylinders — 50 ml capacity. 
A-4.2 Reagents 

A- 4.2.1 Ammonium Acetate Solution — 1 percent. 

A-4.2.2 Ammonium Citrate Solution • — Dissolve 8*75 g of citric acid in 
water, neutralize with ammonia and dilute with water to 100 ml. 

A-4.2. 3 Ammonium Hydroxide — 10 percent ( mjm ). 

A-4.2.4 Potassium Cyanide Solution — 10 percent. 

A-4.2. 5 Sodium Sulphide Solution — 10 percent. 

A-4.2. 6 Standard Lead Solution — Dissolve 1*600 g of lead nitrate in 
water, and 10 ml of concentrated nitric acid and dilute to 1 000 ml with 
water. Pipette out 10 ml of the solution and dilute it again to 1 000 ml 
with water. One millilitre of the final solution contains O'Ol mg of lead 
{ as Pb ). The solution should be freshly prepared. 

A-4.3 Procedure 

A-4.3. 1 Preparation of Sample — Treat 2'000 g of the sample as 
prescribed in A-3.2.1. 

A-4.3.2 Take the solution prepared in A-4.3.1 in a Nessler cylinder, 
add 10 ml of ammonium acetate solution, 5 ml of ammonium citrate 
solution, 5 ml of ammonium hydroxide and 1 ml of potassium cyanide 
solution and dilute to 50 ml with water; then add two drops of sodium 
sulphide solution and mix well. In another Nessler cylinder, carry out 
a control test using a 6 ml of standard lead solution and the same 
quantities of other reagents as used in the test with the material. 



♦Methods for determination of arsenic (first revision ). 
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A-4.3.3 The material shall be taken as not having exceeded the limit 
prescribed in Table 1 if the intensity of colour produced with the 
material is not greater than that produced with the control test. 

A-5. RESIDUE ON IGNITION 

A-5.1 Apparatus 

A-5.1.1 Platinum or Silica Dish 

A-5.1. 2 Furnace — capable of maintaining temperature within 
600 ± 25°C. 

A-5.2 Procedure — Weigh accurately about 3 g of the material in 
tared platinum or silica dish. Slowly burn the material and finally 
ignite it in furnace at 600 ± 25^G until all carbonaceous matter has 
disappeared. Cool in a desiccator and weigh. Repeat till constant mass 
is obtained. 

A-5.3 Calculation 

Residue on ignition, percent by mass = 100 ^~~Tj 

where 

Mi = mass in g of the ignited residue with the crucible, 

M% = mass in g of the crucible, and 

M = mass in g of the material taken for the test. 



AMENDMENT NO. 1 MARCH 2002 

TO 

IS 5356 : 1983 SPECIFICATION FOR ISOPROPYL 

MYRISTATE FOR COSMETIC INDUSTRY 

( Second Revision ) 

[ Page 4, Table 1, SI No. (vi) and (vii) ] — Delete and renumber the 
subsequent serial numbers. 

( Pages 6 and 7, Appendix A, clauses A-3 to A-4.3.3 ) — Delete and 
renumber the subsequent clauses. 



( PCD 19 ) 
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